Brief comment text:

The 900mhz band is of critical importance to various part-15 devices, particularly those that operate over long ranges at low power, such as weather stations and other sensors (e.g. crop moisture monitoring.) Reserving portions of the band in such a way that those devices can not operate, either for regulatory reasons or due to increased interference, would both produce a large quantity of electronic waste consisting of devices which can not be reconfigured, and negatively impact the users of those devices such as farmers and amateur meteorologists.
